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IAG PA-F-SD 31 August 1983 


MEMORANDUM FOR RECORD 


SUBJECT: CENTER LANE Interview Summary - HU-1035/8306/01 (U) 


1. (S/CL-3/NOFORN) On 300900 August 1983, source #01 was interviewed 
concerning a building unidentified to him. The project 8306 sponsor 
had provided geographic coordinates of the compound in which the 
building was located, photographs of the compound, and a map (see Incl 
1). ; 


2. (S/CL-3/NOFORN) For this interview source was provided the 
coordinates of the compound. The photograph of the compound was shown 
to the source after the interview as "feedback." Source will be 
retargeted against this site. 


3. (U) A transcript of the interview was prepared (see Incl 2). 


4. (U) A DA Form 341 (Agent Report) was prepared for the sponsor. 
This report related the salient points of the interview. Attached to 
the report as an EXHIBIT were copies of source's drawings (see Incl 3). 
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TRANSCRIPT 


#663 This will be a CENTER LANE Interview for 0900 hours 
30 August 1983. Relax now, relax and focus your 
attention in the present time. 


And describe your perceptions to me. 


#01: wees GEE a...a..compound,...multiple buildings, 
.-long.like rectangles,..average three to four 
floors. It's like barracks buildings. 


#663 All right. I'm interested in the area to the 
extreme northeast of this compound. 


#01: Just a minute. ........See many things there. See 
a..tall, tall..radio mast,..antenna like objects. 
Poles, towers,...water, lots of water....... 
vehicles,....Just a minute, I keep fading in and 
out. eeeeeeeee8e@ a building with a roof like 
a..quonset hut,.. curved,..opened on the end. 


#66: Okay. I want you to focus on the building, the 
northeast of the compound, building in the northeast 
of the compound. 


#01: eee e 908 ws the shape,.....get a hospital 
feeling,..four floors. 


#663 Okay. Is this near or, near a "U" shape, is this 
four floor thing near a "U" shape? 


#01; That's correct. It's a...square in the middle of a 
"ec" e 

#663 Okay. More northeast, go more northeast. 

#01: eoeee GOt a much larger building,....perfectly 


square,....it's designed of..tall, implement like 
objects on roof. .....See lots of windows. 


#663 Okay. More northeast. 


#01; cece eee e ee eeee se SOQ a Just ai rectangular 
building,...kind of an "I" shape design at the ends. 
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Okay. From the roof of this building, face directly 
north, describe 100 meters away, from this building, 
face directly north. 


ceeveeeees ust get impressions of..moon shapes, 
half circles,...mass of wire. 


Okay. Now face directly south. 


Susie erasers +.sLarge square, a black area,..fence, 
trees,...little buildings. 


Okay. We are not yet to the area we want to be. 
Let's go overhead 500 feet and there is a roadway 
that runs along the eastern edge of the compound. 
oeee OKAY. 

Okay. Now we want the first building just inside 
the northeast corner of the compound, the building 
just inside the northeast corner. 


oeees OKay. Rectangle,....seems to have..some 
ground shapes next to it. 


Okay. 
. Bunkers,..see concrete holes. 


Okay. Now let's verify the building location here 
first. From the building, face north and describe. 


seeeceeeesess9e@ a...more buildings and rail yard of 
some kind. 


All right. Now from the building, face south and 
describe. 


+eee.e-Compound of rectangular buildings just going 
away in the curve from straight south to east, 
southeast,..apparently large buildings like barracks. 
Okay. 

»ee..8ee pole shapes in that area as well. 


Okay. 


«eee KEOP getting a red overlay for some reason. 
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Describe at the base of the pole shapes. 

cece e eevee eeeesee ee Squares, metallic squares. 
100 yards to the north of the pole shapes. 
...8ee square building. 

Okay describe interior of building. 


weeeee See, got a...bays...with..high ceilings, ..see 
counters and a..tools, implements ...feel like I'm 
in a maintenance stuff a...flash of white 
rooms,...second floor. 


Describe. 


...It's like a....everything is white,..two beds 
in each room,...screens, lots of screens. ...Much 
like a dormitory. 


Okay. Take a moment now to explore this area in 
depth beyond the confines of my questions. 


~eeeeAhe..--Feel ah strange here.....See...see 
people that are...not right. Everybody wearing 
wires. ...-They're a....it's like they're not 
a...tuned right. 


Stop. Move into a REBAL situation and continue. 


weeeesThey're a,.natures are altered..and not in 
control. +..9ee lots of drug 
use,....some...manipulation, brain, mind,..interface 
o+e.-don't feel good here. 


REBAL. Remember your REBAL and continue to explore. 


ose -9ee@ a center room, empty table,..target..three, 
four are focused..on this target.  ..... I 
feel...lots of energy,...but it's not really 
controlled, it's out of control. -.-.-Diluting the 
power of the energy. ~eee.-This is a....psychic 
warfare lab,...PK. 


Break that out. 


I see minds targeted at objects,..channeled....sleep 
like conditions but ...a..drug,..drug induced. 
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.. That's all I get. I'm having a lot of trouble 
staying with this. 


I can hear from the sound of the voice, you've 
broken from the site. 


Yes, I'm outside the building and I'm..very far away 
from it. 


All right. Let's end here and be able to draw your 
orientation building for me. 
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DRAWING EXPLANATION 


Page 1 is the general overview of how I perceived 
the compound with the target building. I drew in 
some of the pole objects which may or may not be 
exactly correct. All I know is that there are these 
pole objects all over the place, barracks type 
buildings and whatnot. I perceived the target 
building to being an exact perfect square during the 
session, but I've drawn it as a little bit more 
rectangle, cause I think its probably just not quite 
exactly square. Although to the eye it might be. 
And the north, south road by it runs off to a curve. 


Page 2 is a mental impression of the target room 
verses the three focusing rooms. 


Now if I understand right, this is in the upstairs 
of the building. 


This is in the upstairs area of the building. The 
lower area of the building were maintenance type 
areas, Maint@nence, I just saw like work tables with 
tools and things laying around, you know, equipment, 
test equipment, that kind of stuff, all maintenance 
type equipment. 


Okay. 


Everything was white on this floor, grotesquely 
everything was white. And this is just kind of a 
imagery of this focusing from the three rooms into 
the target room, to a table, to a point of focus. 


Point of focus being Page 3, the target room, which 
was very simplistically was a table with like a 
chunk of a cylinder sitting there with a flap open 
on the side. It was full of wires and stuff. It 
had an umbilical cord coming off the side and 
running down like a, you know like just a wound band 
of cables. It went out of the room, went away from 
the room. And the rest of this room was just 
perfectly clean and white. And I had a sensation 
that the cylinder wasn't complete. You could see in 
both ends as well. It was like a holder of some 
kind. And that's it as far as the drawings. 


Okay. 
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For use of this form, see FM 30-17(C}; AR 381 20; | the Proponent agency is tha Office of the Assistont Chief of Staff for intelligence. 
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SOLOS IA RDPE 


iF Ty) NAME OF SUBJECT OR TALE OF INCIDENT 


"3. CONTROL SYMBOL O8 FILE NUMBER 


HU — ~1035/8306/01 
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2. REPORT OF FINDINGS 


On 30 August 1983, Source HU-01 was interviewed concerning 
the activities within an unidentified building. Source stated 
substantially as follows: 


The building was an almost perfectly square structure in 
the northeast of a compound which contained many buildings of 
different sizes and shapes (see drawing 1). Inside the lower 
floor of the building were maintenance type areas with work 
tables, tools, test equipment, and assorted maintenance 
equipment (not further identified). On the second floor were 
white rooms. "Everything was white on this floor; grotesquely, 
everything was white.” They were dormitory like rooms with two 
beds, possibly separated by screens, in each room. Personnel 
in these rooms were in a drug induced sleep like state and were 
wearing wires (not further identified). Personnel in these 
dormitory like white rooms appeared to focus their minds on a 
target which was like a cylinder (not further identified) on a 
table in a "center room" (see drawings 2 and 3). This focus of 
mental energy, however, appeared to be out of control or 
diluted (not further identified). Activity in this area 
involved psychic warfare and psychokinesis (not further 
identified). 


No further amplifying information concerning SUBJECT was 
obtained from Source during this interview. 


Attached hereto as EXHIBIT I are drawings provided by 
Source. 
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